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ABSTRACT 


In conjunction with the production of large amplitude Alfven 
waves in a nitrogen plasma, diagnostic measurements utilizing a 
single Langmuir probe were made with the plasma facility operating 
in the reflex arc configuration. The power supply used to produce 
an alternating magnetic flux in a coil wrapped about the longi- 
tudinal axis of the plasma column was inadequate to produce waves 
of sufficient amplitude for examination. Measurement of the charac- 
teristics of the nitrogen plasma was complicated by instabilities, 
which were identified as 360 cps modulation of the plasma and ‘a 


rotational instability rotating in a right handed direction with 


Ex 


respect to the longitudinal magnetic field with a velocity a 

The rotational instability is composed of inner (~20kc) and outer 
(~“200kc) lobes whose rotational frequencies are directly proportional 
to magnetic field strength. For intermediate parameters (B = 2400 
gauss) the maximum electron temperature (4.2 + 0.2 eV) and density 

(5 x oem 5 were determined cree the instability-modulated 


Langmuir probe characteristic. The minimum values were about a 


factor of two less, indicating a significant degree of instability. 
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I. INTRODUCTION 


This work is a continuation of studies of the characteristics 
of a highly ionized plasma which have been in progress at the 
Naval Postgraduate School since the construction of the plasma 
facility, but it is the first in a series dealing with the propa- 
gation of shock waves in a nitrogen plasma. The purpose of this 
investigation was originally to determine the operating character- 
istics of a nitrogen plasma in the presence of a strong magnetic 
field and the characteristics of a shock wave caused by the 
alternating flux of a coil wrapped around the plasma column. In 
the course of the investigation it was discovered that the deter- 
mination of the characteristics of the plasma and those of the 
shock wave were complicated by 360 cps modulation of the plasma, 
the presence of instabilities determined to be rotations about 
the longitudinal axis of the plasma column, and a power supply 
that was insufficiently large to cause shock waves of sufficient 
size for accurate examination, 

The investigation was then directed toward a study of the 
rotating instability, how its frequency and dimensions changed 
with pressure and magnetic field, and how the characteristics 
(electron temperature and ion density) of the plasma varied with 
the phase of the instability, radial distance from the center of 
the plasma column, and longitudinal magnetic field, The problem 
of the inadequate power supply is now being solved by the installa- 
tion of a capacitor bank capable of delivering a much larger 


cumnrent to a singlé tum inductance. 


el 


This paper will deal with the methods and results of studying 
the production of a shock wave in a nitrogen plasma, the rotating 
instability, and plasma characteristics determined by Langmuir 


Probe Theory. 


II. THE PLASMA FACILITY 

The plasma facility of the Naval Postgraduate School consists 
of a large bore pyrex vacuum tube immersed in a nearly homogeneous 
magnetic field (Figures 1 & 2). 

The tube is a nine foot long assembly of four inch diameter 
pyrex sections with five access ports available on each side. 

The longitudinal magnetic field in which the tube is immersed 
is variable up to 10,000 gauss and is homogeneous to within 2.5% 
along the axis of the plasma column. In this series of experiments 
a maximum field of 6600 gauss was not exceeded. The magnetic field 
is provided by six main magnet coils, a cathode magnet, and a mirror 
magnet at the floating end. All magnets are mounted coaxial to the 
pyrex tube. 

The nitrogen gas flowing through the cathode towards the 
vacuum chamber has a negative pressure gradient in the direction 
of the vacuum chamber. Electrons are emitted from the inside 
walls of the cathode thermionically or by field emission across 
a very thin sheath. Electrons that collide with gas molecules 
before returning to the walls are trapped and drawn out of the 
cathode by the axial potential gradient of the arc, as well as by 
the pressure gradient of the plasma. The collisions produce positive 
ions and electrons, radiation, and possibly some metastable excited 


atoms. Nearly all these products of collisions return to the walls, 


12 


Sal 


IOTTATZTNwo,oug pode 


py ie 


= 





13 


Toqaey) wnnoeA jo moat, doy ometg °g onary 


YAlLIdILINNOLONHG 
NOILVI07 1109 GVO1 2-S8Y¥L x Qaldvav 


HINS8 Wl idd 


AGONV 


ONILVON SQOHLV 9D 





LANOVA SLANOVW JQONV WHOS 
YONA! W NIVA LSYI4s AQGOHLVS 


14 


heating the cathode locally to a very high temperature. This has 
in the past caused short cathode life and hindered experiment 
considerably ae In the present series of experiments this problem 
was partially solved by controlling the variable resistance in the 
cathode circuit so that the cathode current would not rise above 
60 amperes. 

When the arc is started argon is used to establish the initial 
beam. After this beam is established, nitrogen is fed in while 
argon is turned off. The transition is readily observable in the 
arc as a smooth shift in color from the blue of argon to the pink 
of nitrogen. The first anode is at a positive potential with respect 
to the grounded cathode when the arc is started. Under these cir- 
cumstances the floating potential of a Langmuir probe is in excess 
of 100 volts, which is experimentally inconvenient. To correct this 
the ground is switched to the anode once the plasma is formed, making 
the plasma less positive with respect to ground and establishing 
the Langmuir floating potential in the region of zero (0) volts. 


The cathode-anode circuit is shown in Figure 3. 


III. THE PRODUCTION OF A SHOCK WAVE 

1. Background, The shock wave was produced in the plasma 
by means of a coil wrapped around the pyrex column, An alternating 
current applied to the load coil caused an alternating magnetic flux, 
which is superimposed on the longitudinal magnetic field in the region 
of the coil. The alternating flux caused the plasma to expand and 


contract at the frequency of the current in the load coil (Figure 4). 
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Figure 3. Cathode-anode circuit 
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This perturbation was expected to cause Alfvén waves which 
would propagate up the plasma column toward the cathode. When 
a plasma is immersed in a magnetic field, the mechanical effect 
on the plasma is equivalent to a hydrostatic pressure transverse 
to the field lines and a tension along the lines. The system is 
analogous to an elastic band under tension. The transverse waves 
that propagate in the direction of the magnetic field, due to 
coupling of the plasma particles with the field lines, are commonly 
REM MEE raves [2]. Since the load coil placed a transverse 
perturbation on the constant longitudinal field the propagation 


/ 
of the Alfven wave was expected. 


2. Techniques used to Produce and Study Shock Waves. The 
current for the load coil was available from The Radio Telegraph 
Transmitting Equipment TAB-7 (Figure 5). This equipment is 
capable of delivering a 2kw continuous wave of from 100 to 555 kc 
to the antenna. It was decided to design a parallel LC circuit 
that would resonate at some frequency between 100 and 555 kc, and 
match the impedance of the TAB-7 for maximum power (Figure 6). 

The resonant frequency and Q (quality factor of resonance) of the 
circuit were determined using an inductance loosely coupled to the 
load coil (Figure 7). As the frequency of the TAB-7 was varied, 

the output voltage of the coupled inductance was measured on an 
oscilloscope (Figure 8). The resonant frequency, or that causing 

the maximum voltage in the loosely coupled inductance, was determined 
to be 237 kc with no plasma. From comparison with other frequency 


versus gain curves the Q of the LC resonant circuit was determined 
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to be about 125 [3,4]. Since the resonant frequency and impedance 
of the LC circuit would change with the parameters of the plasma 
constituting part of the core of the coil, a method was developed 

to vary the continuous wave frequency of the TAB-7 until the 
resonant frequency of the parallel LC circuit, with plasma core, 

was matched. This method consisted of monitoring the output current 
of the TAB-7 to the antenna by means of a loosely coupled Tektronix 
(010-128) Electrostatic Probe that was connected to a Hewlett Packard 
(400H)Vacuum Tube Voltmeter. The CW frequency of the TAB-7 was 
varied in the range of 237 kc until a maximum reading was obtained 
on the voltmeter. The resonant frequency of the LC circuit was 
found to be about 250 kc with plasma. 

The perturbations in the plasma caused by the LC circuit were 
measured by means of photomultipliers. The transverse oscillations 
of the gare waves would cause density fluctuations in the plasma 
which would appear as fluctuations in intensity and yield fluctua- 
tions in the output of the photomultipliers. Initially an optical 
rope without any adaptation for focusing on a point in the plasma 
was used to transmit the fluctuations in intensity to the photo- 
multiplier, because it was felt that this was necessary to keep the 
photomultipliers away from the magnetic field of the main magnets. 
This was unsatisfactory since the variations received by the 
photomultiplier were actually the average of the cone of plasma 
seen by the end of the optical rope. It was determined that when 
the photomultipliers were placed between the main magnets in the 


zero field region, the effect of the magnetic field was small. 


ZS 


An optical lens system was designed by Mr. Harold Herreman to fit 
on the end of the photomultiplier and focus on a point in the 
plasma (Figure 9). The intensity fluctuations at a point in the 
plasma were then analyzed using this photomultiplier connected to 
an oscilloscope with a Tektronix (C-12) Polaroid Oscilloscope 
Camera. 

The system developed to measure the velocity of the shock 
waves consisted of two photomultipliers with the optical adaptation 
mentioned above. The photomultipliers were mounted on an optical 
bench at different ports (Figure 2). The procedure for determining 
the velocity of the Alfven wave was to place the outputs of both 
photomultipliers on a dual beam oscilloscope so that the difference 
in phase could be measured. The position of one photomultiplier 
was then varied several times and a photograph taken of the phase 
relation at each position. Since the frequency of the wave can be 
determined from the photographs, and the distance between positions 
is measured, the velocity of the gion wave is calculated from the 
change in phase and the basic relation (v = fA). 

The approximate velocity of small amplitude eeeen waves can 


be determined from the following equation [5]. 


] 
ves ( BS _ 
A” ; A (1) 


The velocity for intermediate plasma parameters (B = 3000 gauss, 


2), p< 10. LSU ex 10° m/sec. The velocity that could be 





determined by the system is 3 x Lone for waves with a period 
7 
less than 5 microseconds, Therefore, the Alfven velocity could be 


detected by the system developed. 
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3. Results of the Production and Study of Shock Waves. The 
study of the perturbed plasma was hamperred by noise, or frequencies 
occurring in the plasma regardless of the application of a perturbation 
with the LC resonant load. Initially the TAB-7 was keyed rather than 
operated in the continuous wave mode (Figure 10). With filtering it 
was evident that the noise in the plasma would hinder the accurate 
determination of any phase changes which might occur (Figure 11). 

The noise was then examined when the LC circuit was not in use. It 
was found that the primary noise is 360 cps (Figure 12). This 
particular frequency has since been explained as a result of the 

3 phase 60 cycle signal present in the cathode circuit due to the 

two 16 KVA Sel-Rex Rectifiers (Figure 3). In effect the plasma 

is modulated at 360 cps. In addition the noise is also found to 
consist of harmonics of 360 cps, particularly 1080 cps. In Figure 

13 the output of an adapted photomultiplier was displayed on an 
oscilloscope, which was triggered from the line. The resulting 
fluctuation (Figure 13) can be formed almost exactly by superposition 
of 360 and 1080 cps signals of equal amplitude. The addition of 
filters to eliminate the prominent 360 cps harmonics did not eliminate 
the difficulties since higher frequency noise was present. At this 
point it was decided to undertake a more extensive examination of 

the plasma noise with the hope of eliminating some of its complications. 
This study led to the discovery of the rotational instability which 


will be discussed in following portions of this paper. 


26 


pee] {UEmesSY oyy Furs{TNd wel YYNOITO *°OT oumary 


AQANNIA-YSAIINAdS 


cOe 13G0W 
YW3LUs JTSVINVA 





GuvyovVd-1 LSTM3H 
ga O0v/oe2 


YAlsALIdGWV 
IIEVINVA 





3S1Nd Ay NOILVEYUNLYSd YVWSV ld 





X INOULY AL — 
adovsoTNNISOlLngino zavs |° (HOOW 


Wvaa avwng |NVS8 Wadd NYALAIWLIOA 
GSS AdAL ASNL WNNDVA 


V S3SVE SWIL 
AAy 









AlddnNs 4¥3MOd 
YAIINdILINWOLOHG 


zy, 

















4 = 
300NV||O | 
ON lvO14 L> TT NWGneS 
= ae K Old Va WuaNa9 pA Saran 
|= | OMMIET QE 212)) TavT| = LNAWNdINDS 
NT Cle [fw YOLVYSN 39 
: sin INN 
uv si Sa 





speue)77/ .—y 
Pp } 9¢0 Ee saoud 


JtLVLSOY L9I3913 


‘ 


4né4ynp IStTdTz{nweyoud perey{td 


“a = mes 


EUSETG paes{ng ouy 


= =a =, = 


erenbs /oesyl Z 


ae 


ul @STtON 


"Il sansty | 


saTruos TeqyuoztsoH 





28 


— 
Sgn? * 


lex WR 
+ 
, 





O21EN 


us /9es Ln 


Keo Fs 


Daneos Tequozts0y 


& 


1 » , & 


we | 
‘@ ‘ /, — 
mm. UA 


* 


/ 


ye 





30 


A final determination of the feasibility of the study of 
the characteristics of the waves caused by the alternating flux 
in the load coil was made once the rotating instability had been 
examined. Since the magnitude of the perturbation produced by 
the alternating flux depends on a change in the longitudinal 
magnetic field, it was expected that the largest effect would be 
detected when the longitudinal field was at its minimum value. 

At the minimum magnetic field (900 gauss), the Mleven wave was 
observed to attenuate so rapidly that in the distance between 

two ports its amplitude became very small with respect to that 

of the rotating instability (Figures 14 & 15). It was concluded 
that the TAB-7 did not supply adequate current to the LC resonant 
circuit to cause the production of an even wave sufficiently 
large to study. Figures 14 and 15 are the outputs of two photo- 
multipliers focused in adjacent ports near the load coil. The 
360 cps harmonics have been filtered from the outputs of both 
photomultipliers. 

In Figure 14 the alternating flux is not being applied. The 
photomultiplier nearest the load coil (top curve), and the photo- 
multiplier in the adjacent port (bottom curve) see similar 
instabilities with primary frequency of 11.1 kc. This frequency 
corresponds to the rotational instability that will be discussed 
in following sections of this paper. 

In Figure 15 the alternating flux has been applied with the 
photomultipliers in the same position as in Figure 14. The photo- 
multiplier nearest the coil (top curve) sees the expected perturba- 
tion with the frequency of about 250 kc. The adjacent photomultiplier 


(14 inches away) does not see the perturbation caused by the alternating 


OL 


pes[Ng Jou umseTd 4AIM saeT{TdtqaTnwoycrg queoel py Jo syndqzno tT eansty 


‘ = = ee = = = 
amie 
ae ais 


[reo pect eyy wor Aeme T9ey.Zanjy 4z0d aue IOTTITITNMOZOUg © 





ezenbs/oss woe *eTBOS Te3UuGZTIOH 





°GT amnsty 


a | 


“arunbs /o0s-W02 saT eos Teqzucztjoy 


er 


elect 





flux. Because of this rapid attenuation, determinations of the 
velocity of this wave could not be made. 

In the following order of magnitude calculation it is deter- 
mined that the maximum change in the longitudinal magnetic field 
at the load coil due to the alternating flux was less than 20%. 
This is an overestimate because of the infinite solenoid approxi- 
mation. 


The magnetic field in an infinite solenoid [6]. 
B= seo Nil (2) 


The maximum field produced in the load coil, where I, is the 


current measured on the TAB-7 antenna ammeter. 


Bimay = MeN QLalz me 172 Gauss (3) 


The maximum change in the longitudinal magnetic field at the coil. 


Suma So Zz w I9 We 


Bo 300 (4) 


4, Recommendations. 1. The obvious recommendation that the 
percent change in the magnetic field be increased is being accom- 
plished by the installation of the capacitor bank (Figure 5), and 
a single turn inductance designed by Professor A. W. Cooper. By 
imposing a larger alternating flux on the plasma it is expected 
that the perturbaticns produced will be large with respect to the 


noise in the plasma. 


34 


2. Although it was not possible to measure the velocity of 
the attenuated Alfven wave, it is felt that the two photomultiplier 
system described can be successfully applied to the larger waves 


that will result from the perturbation caused by the capacitor bank. 


IV. THE ROTATIONAL INSTABILITY 

1. Background, The study of instabilities in plasmas has 
received considerable attention recently. A knowledge of these 
instabilities is of considerable importance because of their effects 
in controlled thermonuclear devices. The rotational instability 
which was identified in this experiment is similar to several 
instabilities which are known to exist. The widely accepted 
theory of Kadomtsev and Nedospasov, which deals with the helical 
instability is a positive column, is thought not to be applicable 
here because the reflex arc used does not have axial current, 
necessary for the helical instability [7,8]. The three fluid explana- 
tion of the helical instability in the Penning-type discharge might 
be applicable if an inherent radial electric field exists in the 
plasma column [9]. It is also possible that the instability is a 
rotating flute. The magnetic mirror field at the end of the plasma 
column, or radially nonsymmetric location of the cathode could make 


the plasma flute unstable [10,11]. 


2. Techniques used to Study the Instability. The investigation 
of the instabilities contributing to the fluctuations in the probe 
characteristic of a Langmuir probe and the output of photomultipliers 
led to the discovery of the rotating instability. The fluctuations 


in Langmuir probe characteristics are discussed in detail in Paragraph 


3D 


V. The photomultiplier arrangement used to discover the rotating 
instability is shown in Figure 16. Photomultipliers were set up 

in opposite ports of the pyrex column. When both photomultipliers 
were focused at the top of the plasma column, the 30 ke instability 
frequencies observed on a dual beam oscilloscope were exactly in 
phase. When one of the photomultipliers were focused on the bottom 
of the plasma column, a phase change of exactly 180 degrees was 
observed, This indicated that a lobe was rotating about the axis 
of the column. The photomultipliers were then further modified so 
that the vertical distance between different points of focus of 

the same photomultiplier could be measured (Figure 9). From the 
geometry of the optical system, the vertical displacement between 


two points of focus is given by the equation given below. 


D = 56.8[tan@,-tan &, | (5) 


The angles are measured on the scale shown in Figure 9. 

The frequencies and the vertical displacement between the focal 
points yielding the maximum amplitude at these frequencies were 
measured as a function of the longitudinal magnetic field, and the 
neutral gas pressure. The neutral gas pressures were measured on 
the Bavard-Alpert ionization gage nearest the cathode. It was 
assumed that the photomultiplier was focused on the center of the 
rotating lobe when the amplitude of the fluctuation was at a maximum 
value, The direction of rotation of the instability was investigated 
with photomultipliers focused on points 90 degrees apart in the 
plasma (Figure 17). The direction of rotation of the lobe could be 
determined by observing if the difference in phase between the photo- 


multipliers was 90 or 270 degrees. 
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3. Results of the Instability Study. a. It was found that 
the instability was composed of inner and outer parts that rotated 
about the axial center of the column. This was observed when the 
photomultiplier, which was perpendicular to the plasma column, was 
rotated from the top to the bottom of the plasma. At a point near 
the top a maximum intensity at low frequency (#20 kc) was observed, 
above the center a higher frequency (@150 kc), at the center two 
times the higher frequency (“300 kc), below the center ™ 150 kc, 
andew20 ke at the bottom. 

b. It was observed that the inner and outer rotation frequencies 
increased linearly with increasing magnetic field (Figure 18). In 
the measurements of frequency as a function of magnetic field, the 
neutral gas pressure and the current at the reflex anode were held 
approximately constant, 

c. From measurements of the distance between the points of 
maximum rotational frequency amplitude it was determined that as 
the field was increased the low frequency lobe appeared to move in 
toward the center from the wall of the tube. The displacement from 
the center of the inner rotating lobe similiarly became smaller as 
the magnetic field was increased (Figure 19). At values of magnetic 
field more than 6000 gauss the rotation frequencies could not be 
detected, and the plasma appeared to be stable. 

d. At points in the vertical sweep of the adapted photo- 
multiplier the amplitudes of the instability frequencies were 
measured. These suggested the assumed cross section seen in Figure 
20. From the cross section it is assumed that the inner and outer 


lobes could be thought of as Gaussian density distributions rotating 
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about the center of the column. The inner lobe rotated with a radius 
that was small with respect to the dimensions of the distribution 

so that an overlap occurred at the center (Figure 21). When the lobe 
is at the top of its rotation (Figure 21A) the photomultiplier output 
is at a minimum due to the decreased density. When the lobe has 
rotated to a point directly in front of the photomultiplier (Figure 
21B) it registers a maximum intensity. This is followed by a minimum 
intensity at the bottom (Figure 21C), a maximum when the lobe is again 
in front of the photomultiplier (Figure 21D), and a minimum when the 
screw returns to its starting position at the top. Therefore, the 
frequency of the output of the photomultiplier focused at the center 
of the column will be twice that of the rotation of the inner lobe. 
It can be shown by a similar analysis that when the photomultiplier 
is focused at a point above the region of overlap the frequency of 
the output will be equal to that of the rotation. 

e. Two photomultipliers were focused on the top of the rotation 
of a lobe, but were located in different ports on the same side of 
the plasma column (Figure 2). The outputs of the photomultipliers 
were registered on a Tektronix Dual Beam Oscilloscope (Model 555). 
The distance between the photomultipliers was varied from 35 to 175 
centimeters. At all locations the instability frequencies were 
exactly in phase. This would indicate that the instability was a 
rotating flute, or rotation of the plasma column in a manner similar 
to a child's skip rope. The existence of the inner and outer lobes 


suggests either two flutes, or two "skip ropes'’, 
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f. As the neutral gas pressure measured with the ionization 
gage nearest the cathode increases, the frequency of the outer 
(low frequency), and inner (high frequency) instabilities decrease 
(Figure 22). It is also noted that for constant field and reflex 
anode current, the outer lobe moves toward the wall of the tube 
as pressure is increased, With a constant longitudinal magnetic 
field of 2400 gauss the outer instability frequency can no longer 
be detected and appears to have moved to the walls when the neutral 
gas pressure rises above 8 x 10¢ toni 

g- As the current at the reflex anode increases, with the 
field and pressure constant, the frequency of rotation increases 
(Figure 23). 

h. It was determined that the voltage between the cathode 
and reflex anode decreased as the neutral gas pressure increased, 
for constant current and magnetic field (Figure 24). The similarity 
between Figures 24 and 22, which shows that the frequency of the 
instability decreases with increasing gas pressure in a fashion 
similar to the decrease in the voltage between the anode and cathode, 
suggests that the frequency of the rotating lobe might also be 
proportional to the electric field between the cathode and anode, 
which serves to accelerate electrons from the cathode. 

i. By using the equipment described in Figure 17, it was 
determined that the direction of rotation of both lobes is ina 
right handed direction with respect to the longitudinal magnetic 
field. The magnetic field travels from the floating anode to the 
cathode in the plasma column used. If the instability is of the 


> — 
type propagated by an E x B force, the direction of rotation would 
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Figure 2). 


indicate that the inherent electric field necessary for the rotation 
must be directed toward the center of the column. Experiments on a 
similar hollow cathode discharge indicate that the electric field 
is directed toward the center, substantiating the thought that an 
E x B force causes rotation [12]. 

j. The azimuthal velocity of the rotating lobes (Figure 25) 
was calculated as a function of the longitudinal magnetic field 


from the data in Figures 18 and 19, and the equation 


Vo = C x ZiT (6) 
Since the direction of rotation indicates the existance of an 
~~ - 
E x B force, Figure 25 is considered to represent the relation 
4 =) 
, 8, 
Vea = 2. 
BA (7) 


where the electric field is an unknown function. Since the 
—> —» 
functional relation of E,and B,was not determined in this experiment, 
an order of magnitude calculation was made based on the radial 
-> 
eleetric field (E. = 66v/m) in a similar discharge operating at 
900 gauss with an argon plasma [ae This field was determined 
from plasma potentials determined in the region associated with 
the outer instability, i.e., at a radial distance greater than 1 cm 
from the center of the column, The azimuthal velocity determined 
4 
from equation (7) is 7.4 x 10 cm/sec, which differs from the value 
given in Figure 25 only by a factor of approximately 2. This 
indicates that the velocity of the outer rotating lobe is consistent 
—> — 
with equation (7). The functional dependence on E, for fixed B, and 


<9 —> 
on B for fixed Eis unknown. 
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The similarity of the curves representing the inner and 
outer lobes (Figures 25) suggests that equation (7) might also 
represent the velocity of the inner instability, where the 
difference in velocity might be explained by an increase in the 
radial electric field near the center of the column. Figure 26 
shows how the plasma is expected to vary in the radial direction, 
explaining the existence of two instability lobes. At radii 
greater than about 1.5 cm the radial electric field would be about 
od = .28 volts/cm. Inserting this value into equation (7) yields 

A —> 

the velocity (3.2 x 10 cm/sec) of the outer lobe for BY = 900 
gauss (Figure 25). At radii less than 1.5 cm the field would be 
- 
Be= 10 volts/cem. This field yields the inner Tobe: velourry 

4 —— 
(120 x 10 cm/sec) for pe 900 gauss. The increase in radial 
electric field can be explained by a greater density of electrons 


Eham ons near the center of the column: 


4. Recommendations. Since the description of the rotating 
instability is partially based on information from other reports and 
an assumption about the radial dependence of the radial electric 
field, the following experiments are recommended for verification 
of the model. 

a. An experiment with a single Langmuir probe will show how 
the potential of the plasma varies with distance of the probe from 
the center of the column. This will yield a graph which is expected 
to be similar to Figure 26 and verify that it is a change in the 


radial electric field that causes the two lobes, 


ol 


rE F.=.28 v/em 


E,=10 v/em 


2 arbitrary zero 


PLASMA POTENTIAL IN VOLTS 


1.5 


RADIAL DISTANCE IN CM, 


Figure 26. Assumed Plasma Petential versus Radial Distance 
frem the Center ef Celum 


a2 


b. A Similar experiment with a single Langmuir probe will 
show how the potential of the plasma varies with magnetic field. 
This is expected to yield a graph similar to Figure 25, and will 
verify that it is the change in radial electric field that causes 


the change in azimuthal velocity. 


V. DIAGNOSTIC STUDIES 

1. Background, In order to understand the nature of the 
nitrogen plasma and the inherent instabilities, it is necessary 
to establish the functional relations for the variation of electron 
temperature, and electron and ion density. In this series of 
experiments it was decided to determine how the electron temperature 
and ion density of an unperturbed plasma varied with distance from 
the center of the plasma column, and longitudinal magnetic field, 
When the rotating instability was discovered it was decided to 
determine the electron temperature and ion density as a function 
of the phase of the rotating lobe. 

One of the easiest and widely used diagnostic techniques 
involves the use of Langmuir probes. The probe used in this series 
of experiments was a thin tungsten wire, .02 inches in diameter, 
and .117 inches long. This was the same probe used by McDaniel 
in the study of the characteristics of an Argon plasma [13]. The 
equipment used to vary the position of the probe in the plasma is 
shown in Figure 27. When the probe is inserted into the plasma 
and a potential varying from negative to positive values is applied 
to it, a plot of the probe current versus probe potential looks Like 
Figure 28 in the idealized case for a steady state plasma [14]. 


Langmuir probe theory has been rather throughly discussed [15]. 
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Figure 28. 


Complete Current~Voltage Characteristic ef a 


Langmuir Prebe 
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When the probe is sufficiently negative with respect to the 
plasma, i.e., the portion AB of the curve in Figure 28, a positive 
ion space charge sheath forms around the probe so that the current 
collected is the positive ion current, limited by the space charge. 
This current is termed the saturation ion current (i+). As the 
probe potential becomes less negative with respect to the plasma, 
electrons with the largest energies can penetrate to the probe and 
the probe current 2 begins to change as shown in the portion BC 
of Figure 28, If the ion current decreases smoothly as the voltage 
becomes less negative, the electron current (Cm) can be determined 
from the relation: 

iL.=lotl+ (8) 
Point C (Figure 28) is the floating potential, or the potential at 
which the flux of electrons to the probe is equal to the flux of 
ions, if all ions are singly ionized, As the potential of the probe 
becomes more positive, point D, the plasma potential is reached, 
It is at this potential that the sheath disappears, the probe is 
at the potential of the plasma, and the plasma accepts the entire 
random current of ions and electrons, In region CD, a Maxwell 
distribution of electron energies is assumed to exist in the plasma 
and the number of electrons reaching the probe may be determined 


through the Boltzman relation: 


Ne = No &Xp (-@ Vo/, 7, ) ™ 


It follows that where i. is the random electron current in the plasma 


L_ = Lexp(-eVe/ yr, ) (10) 
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In the above equations Vo is the potential of the probe relative 
to the space potential, Taking the logarithm and differentiating 
we find that 
7 e 
A(Ont_) _ -@ 
av K Te 


This shows that when the probe is negetive with respect to the 





Gu) 


space potential, a plot of Iln(i_) versus Ms will be linear, where 
the electron temperature of the plasma may be determined from the 
slope of the plot. A rapid caiculation of the electron temperature 


may be accomplished by use cf « rearrangement of the above expression, 


A ( dm i) = AV x ae) Ge} 


Determining the change in potential for a factor 10 increase in 





(i ) in the exponential portion of the probe characteristic, and 


substituting for the constants yields the expression: 
Te ley] = 454 x AV (13) 


This formula has been particularly useful for hasty analysis of 
probe characteristics [16]. 

In the presence of &@ strong magnetic field the electrons and 
ions rotate about the field Lines with a small gyremagnetic radius, 
which is assumed to be Fhe effactive mean free path of electrons in 
the direction transverse to the field. Since the probe measurements 
reported in this p2zper were made in the presence of a strong magnetic 
field, the small gyroradius or the electron invalidates the use of 
conventional Langmuir theory for determining electron density. Due 
to the chavgs ntutrelity of the plasma, the -lectron density (n) 


is equal to two times the ion density (n,). 


Nee LK¥Nni (14) 


The factor 2 comes from the results of Orlicki [17], who has shown 
that in the nitrogen plasma studied 
Ntt . ) 

Nt _ (15) 
For cylindrical probes the theory of Langmuir and Mott-Smith 
indicates that the ion density is proportional to the square root 
of the slope of the plot of the square of random ion current versus 
probe potential in the region AB of Figure 28 [13]. This method 
will be used to determine the ion density when the plot of (i,)° vs 


Ue approaches a straight line. 


2. Techniques Prior to the Identification of Instabilities. 
The newly acquired knowledge of the instabilities indicates that the 
methods used prior to the discovery of the instabilities would yield 
average characteristic values. The fluctuations consist mainly of 
the 360 cps modulation due to the cathode current, and the inner and 
outer rotating instabilities. Therefore, a probe would be engulfed 
in a periodically varying plasma column, With recognition of these 
limitations the following discussion is presented. 

Prior to the discovery of the instabilities, the first circuit 
used to obtain the probe characteristic curve is shown in Figure (29). 
This circuit is identical to the one used by McDaniel [13] and 
Hart [18]. In this circuit a variable resistance is used to vary 
the potential of the Langmuir probe slowly. The potential drop 


across a resistance in parallel with the probe is used to drive the 
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horizontal displacement of the Omnigraphic X-Y Recorder. Through 
this potential the horizontal displacement of the recorder is 
calibrated to the potential applied to the probe. The potential 
drop across the resistance in series with the probe is used to 
drive the vertical displacement of the recorder, which is 
calibrated to the probe current, The probe characteristics 
obtained from this circuit were unstable and not reproducible 

for identical plasma parameters. 

An attempt to improve this circuit is shown in Figure 30. 
Although the probe characteristics obtained from this circuit 
were reproduceable, major fluctuations still occurred and were 
partially attributed to plasma instabilities (Figure 31). Because 
of this it was felt that it was necessary to examine the fluctuations 
in the plasma that were seen by the probe, and if possible eliminate 
them so that better data could be obtained. 

The examination of the fluctuations present in the nitrogen 
plasma started as a frequency analysis of the output of the Langmuir 
probe. The probe current and potential were separately analyzed 
using a Hewlett-Packard Wave Analyzer (Figure 32). With a sufficiently 
negative or positive potential applied to the probe and the switch 
(Figure 32) in the current position, a spectrum analysis of the ion 
or electron currents was obtained. With the switch in the potential 
position and floating potential applied to the probe, the spectrum 
analysis of the probe potential was obtained. Reference to Figure 28, 
The Ideal Probe Characteristic, will clarify why these particular 


positions were chosen for examination. At a negative probe potential 
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the ion saturation current is proportional to ion density, and 

the fluctuations observed in a current spectrum can be attributed 
mainly to fluctuations in ion density. Similarly, at very positive 
potentials the fluctuations in a current spectrum were attributed 

to fluctuations in electron current, although the ion current would 
contribute to a minor degree. At the floating potential, fluctuations 
in the potential spectra were attributed to potential changes since 

in the ideal case the current is nearly constant in the region of 

the floating potential. Comparison of the different spectra indicated 
that the currents and the potential were fluctuating with the same 
instability frequencies. Figure 33 is an example of the sort of 
spectra obtained, 

Nearly simultaneous spectra were obtained for comparative analyses 
of the Langmuir probe and adapted photomultiplier outputs using the 
equipment shown in Figure 34. The spectrum analyses of the photo- 
multiplier output and the Langmuir probe contained the same prominent 
peaks. Extremely prominent peaks were observed at the harmonics of 
360 cps and a smaller one in the region of 25 kc (Figure 33). The 
similarity of these spectra led to the use of the photomultiplier 
for the examination of the instabilities and the identification of the 


rotational instability. 


3. Techniques after the Identification of Instabilities. 
Once the rotational instability was identified it was decided that 
it would be valuable to know how the electron temperatures and 


densities of the two lobes compared, and how the plasma characteristics 
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at a point in the pyrex column varied as a function of the phase 
of the lobes. These determinations were attempted with the method 
used by Hart [18]. The adapted circuit is shown in Figure 35, and 
a photograph of the equipment in Figure 36. The photomultiplier 
was focused on the instability of interest, and using the data in 
Figure 19, the probe was set at the appropriate distance to have 
the center of the rotating lobe of interest pass through it, The 
filtered and amplified photomultiplier signal was used to trigger 
the Dumont 404 Pulse Generator, delayed by the time necessary for 
the lobe to rotate to the probe location. The pulse generator 
then intensity-modulated the probe output signal for the appropriate 
phase, Initially a free running sawtooth of high frequency (10 Mc) 
was used to vary the potential of the probe. A low variable frequency 
sinusoidal input was substituted to eliminate high frequency effects 
which altered the probe characteristic considerably. 

Intensity modulation of the probe characteristic yielded a 
series of vertical lines in the form of a probe characteristic rather 
than the line of dots required for the determination of the plasma 
characteristics as a function of the phase of the instability (Figure 
37). The series of vertical lines was attributed to the modulation 
of the plasma by the 360 cps fluctuation in the cathode current, which 
was determined to be the major component in the frequency spectrum 
of the output of both probe and photomultiplier (Figures 33 & 12). 

The circuit (Figure 35) was then used without intensity modulation 
to determine how the maximum and minimum electron temperatures and 
densities vary with the longitudinal magnetic field and how they vary 


in a radial direction for a particular magnetic field and neutral gas 
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pressure. Without modulation the probe characteristic appears as 

an envelope (Figure 36). The extremities of this envelope were 
analyzed as separate probe characteristics. A particular procedure 
was used to obtain the sharpest characteristic. Initially, the 
resistance (Figure 35) which yielded the best display of the 
exponential portion of the probe characteristic was selected. 
Because of 360 cps modulation vertically displayed in the probe 
current, and the sinusoidal oscillation of the horizontally displayed 
probe potential, hysteresis loops were observed on the oscilloscope. 
This effect was minimized by varying the frequency of the potential 
applied to the probe until the loops were eliminated. The balancing 
resistor was then varied to eliminate discontinuities in the probe 


enaracteristic. 


4, Results of the use of Langmuir Probes. a. For comparison 
with the electron temperatures determined by the envelope method 
described above and spectroscopic methods [17], the best probe 
characteristic resulting from the initial Langmuir probe methods 
(Figure 30), were analyzed by the methods outlined in the background 
discussion. It was found that for a magnetic field of 2280 gauss, 

4 


cathode current of 50 amperes, and neutral gas pressure of 2.4 x ey 


torr the electron temperature at the center of the column was 4.16 + 0.2 





eV. It is to be noted that the characteristic analyzed contained 
significant fluctuations (Figure 31) making the value given above only 


an approximate one. 





jo 





b. The maximum and minimum values of electron temperature at 
the center of the column were calculated from oscilloscope photographs 
similar to Figure 38. Electron temperature is plotted as a function 
of longitudinal magnetic field in Figure 39. The significant points 
determined from Figure 39 are given below: 

l. The maximum electron temperatures generally agree 
with the value determined in paragraph a. above, and the values 
arrived at by Orlicki [17] using spectroscopic techniques. 

2. The maximum electron temperature differs from the 
minimum value by a factor of about 2, This indicates that the 
fluctuations inherent to the plasma significantly vary the plasma 
characteristics. 

3. As the longitudinal magnetic field is increased the 
minimum values approach the maximum values indicating a transition 
to a stable plasma configuration, This is similar to the conclusion 
reached in the study of the rotating instability, where it was observed 
that the rotational instability frequencies could not be detected 
above 6000 gauss. 

c. The maximum values of electron temperature determined from 
the lower limit of the envelope of probe characteristics similar to 
Figure 38, increased to a maximum at the center of the column (Figure 
40). In this experiment it was possible to keep both the longitudinal 
magnetic field and neutral gas pressure constant as the probe position 
was varied radially. Due to large fluctuations in the upper limit of 
the probe characteristic it was not possible to arrive at the correspond- 
ing minimum values. It is to be noted that the values at the middle 


(4,0 eV) generally agrees with the values determined by other methods. 
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Figure 40. Electren Temperature versus Radial Distance 
from tke Center ef the Column 
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d. The fluctuations in the random ion current restricted the 
usefulness of the Mott-Smith method of determining the value of the 
ion densities since this method depends on the accurate plotting of 
eee ; 
Cia versus va In order to arrive at an approximate value of the 
ion density, the two best photographs were selected and the maximum 
and minimum values of ion density at the center of the column calculated 


by the Mott~-Smith method. 


-3 -3 ~4 
B (gauss) n, nax ecm ) n. nineom ) Pac 10 torr) 
1800 4.0 x 10-¢ 1.8 x 10! 6.0 
4500 Bh en So Sanne 6.0 


Using equation (15) the electron density would be about ter (on Oe 
It is significant that the maximum and minimum values again differ 
by roughly a factor of 2. This indicates that the inherent 
instabilities have a substantial effect on the characteristics of 


the plasma. 


5. Recommendations. a. Since the dominant instability is 
the 360 cps modulation of the plasma, it is possible that the 
circuit (Figure 35) developed to measure the characteristics 
of the plasma as a function of the phase of the rotating instability 
might be more successfully used to determine the characteristics of 


the plasma as a function of the phase of the 360 cps modulation. 


b. The circuit in Figure 35 was originally developed with 
concern for its applicability to the determination of plasma character- 
istics as a function of the phase of shock waves. It is believed that 
the circuit can be applied directly to the determination of the phase 
sensitive characteristics of shock waves resulting from pulses of the 


Capacitor bank. 
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c. The observed convergence of minimum and maximum electron 
temperatures with incr=asing magnetic field suggests that the 360 
cps modulation is increasingly attenuated as field increases. 
Examination of this possibility will indicate if, for stability 
considerations, it is desirable to perform experiments at higher 

e e bd C @ ° e e 
magnetic fields. Unfortunately the Alfven velocity varies directly 
as Bo so we want B as small as possible to have resolution in time 


OL detections 


VI. SUMMARY OF RESULT 

The use of photomultipliers to analyze perturbations caused 
by the alternating magnetic flux in a load coil connected to the 
TAB-7 power supply indicated that the ireren waves produced were 
too small, and too rapidly attenuated for determination of the wave 
velocity. Spectrum analyses and observation of the photomultiplier 
output on an oscilloscope indicated that inherent instabilities would 
hamper the study of the nitrogen plasma. 

The instabilities were identified as a 360 cps modulation of 
the plasma and 2 retational instability about the longitudinal axis 
of the column. Thke 360 cps modulation has been explained as the result 
of the 3 phase 60 cycle signal present in the cathode circuit due to 
the 16 KVA Sel-Rex Rectifiers. The characteristics of the rotational 
instability has be2n examined with the following results: 

l. The instability consists of two lobes rotating about the 
axial center of the column, at different radii. The inner lobe rotates 
with a frequency of about 150 kc, while the outer rotates with a lower 


freaucncy of 2booute k=. 


al 


2. The frequencies of rotation of both lobes increase linearly 
with increasing magnetic field and cathode current, and decrease in 
a nonlinear fashion with increasing neutral gas pressure. 

3. The lobes move away from the center of the column when 
the longitudinal field is decreased, or the pressure increased. 

The lobes appear to approximate a gaussian density distribution. 

4. The rotating instability is in phase along the longitudinal 
distance of the reflex arc. 

9. The direction of rotation of both lobes is in a right handed 
direction with respect to the longitudinal magnetic field, indicating 

—- = 
that a E x By force may cause the rotation. 

6. The azimuthal velocities of the lobes are represented by 
equation (7). The difference in velocity of the inner and outer 
lobes is explained as the result of an increase in the electric field 
near the center of the column, due to the larger density of electrons 
than ions near the center. 

The determination of the plasma characteristics by Langmuir 
probe methods was hindered by the instability frequencies present 
in the output of the probe. It was determined by several different 
methods that the electron temperature at the center of the plasma column 
was about 4 electron volts for intermediate values of pressure ( 5 x oie 
torr) and magnetic field ( 2500 gauss). For similar plasmas it was 
determined that the ion density was about 5 x TOT oe Calculation 
of the maximum and minimum electron temperatures and ion densities 
from the envelope forming the probe characteristic of the unstable 


plasma, indicated that the minima and maxima of both varied by a factor 


of about two. This indicates that the collecting of precise data will 
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be hindered in future experiments unless the instabilities can be 


eliminated altogether, or the operating parameters of the reflex 


arc set €6 minimiZe tic ins tabiietless 
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